148     DOCKETED ITEMS

9004130138 Forwards Rev 0 to PDB-F001, "Unit 1 Core Operating Limits Rept," per
Generic Ltr 88-16 to support 891219 Tech Spec change request.
KAPLAN.A- Cleveland Electric Illuminating Co. 90/03/30. Document Control Branch
(Document Control Desk). 3pp. 53415:114-53415:130.

-9004130144 Rev 0 to Plan! Data Entry Submittal Sheet PDB-F001, "Unit 1 Core Oper-
ating Limits Rept,Perry Nuclear Power Plant Cycle 2 (Reload 1)."
BORDLEY.P.W.  Cleveland  Electric  Illuminating  Co.  90/03/30.   14pp. 53415:117-

53415:130.

90042Q0580 Confirms 900417 meeting at plant site to discuss plant monthly perform-
ance indicators.offgas sys corrective actions status & type & significance of overdue
condition repts & repetitive tasks.

GREENMAN.E.G. Region 3, Ofc of the Director. 90/04/06. KAPLAN,A. Cleveland
Electric Illuminating Co. 2pp. 53526:353-53526:354.

9004200292 PNO-lll-90-023:on 900403,Div 1 & 2 emergency svc water sys declared in-
operable following loss of gasket seal on handhple cover.causing transformer to short
out.Transformer repaired & tests on support equipment completed.
JACKIW.I.N., FORNEY.W.L Region 3, Ofc of the Director. 90/04/03. 2pp. 53541-236-
53541:237.

V. Operator Examinations

9004300174 Provides registration & exam process guidelines to be included in next rev
of NUREG-1021.TO register for 900606 exarn.one authorized facility licensee repre-
sentative must submit Itr listing names of condidates taking exam.
WRIGHT.G. Region 3, Ofc of the Director. 90/04/05. Consumers Power Co  7op
53664:348-53664:354.

Q. inspection reports, SE Bulletins & correspondence

9003290116 Forwards Safety Insp Rept 50-440/90-02 on 900103-0228.No notice of vio-
lation will be issued since violation noted meet 10CFR2,App C.Section V.G.1 criteria.
KNOP.R.C. Region 3, Ofc of the Director. 90/03/20. KAPLAN.A. Cleveland Electric
Illuminating Co. 2pp. 53214:269-53214:293.

-9003290118 Safety Insp Rept 50-440/90-02 on 900103-0228.0ne noncited violation
noted.Major   areas   inspected:licensee   action   on   previous   insp   items.allegation
followup.fitness-for-duty training & monthly surveillance & maint observations.
RING.M.A. Region 3, Ofc of the Director. 90/03/19. 23pp. 53214:271-53214:293.

9004110219 Suppls response to NRC 891215 ttr re deviations noted in Insp Rept 50-
440/89-26.Corrective actions:profiie of heat generation from stored fuel vs time for
first four fuel load discharges calculated & design changes implemented.
KAPLAN.A. Cleveland Electric Illuminating Co. 90/04/02. Document Control Branch
(Document Control Desk). 4pp. 53396:056-53396:059.

9004120027 Forwards Safeguards Insp Rept 50-440/90-07 on 900319-23.NO violations
noted.

GREGER.LR. Region 3, Ofc of the Director. 90/04/02. KAPLAN.A. Cleveland Electric
Illuminating Co. 2pp. 53407:331-53407:336.

-9004120030 Physical Security Insp Rept 50-440/90-07 on 900319-23.NO violations
noted.Major areas inspected:land vehicle bomb contingency procedure verification.mgt
support.protected & vital area barriers.access control-personnel & power supply.
CHRISTOFFER.G.,  CREED.J.R.  Region 3,  Ofc  of the  Director. 90/04/02.  4pp.
53407:333-53407:336.

9003280088 NRC Info Notice 90-023, "Improper Installation of Patel Conduit Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/04.
Consolidated Edison Co. of New York, Inc. 99pp. 53380:001-53380:104.

9004040223 NRC Info Notice 90-024, "Transportation of Model SPEC 2-T Radiographic
Exposure Device." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
90/04/10. Consolidated Edison Co. of New York. Inc. 63pp. 53380:105-53380:171.

9004230029 Responds to NRC notice of violation & proposed imposition of civil penalty
dtd 900312.Corrective actions:operators coached re equipment operability & adminis-
trative procedure modified to include actions for unsatisfactory test results.
KAPLAN.A. Cleveland Electric Illuminating Co. 90/04/11. Ofc of Enforcement (Post
870413). 15pp. 53542:241-53542:255.

9004120133 NRC Info Notice 90-025, "Loss of Vital AC Power W/Subsequent RCS
Heatup." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/16.
Consolidated Edison Co. of New York, Inc. 101pp. 53440:001-53440:101.

9004180107 NRC Info Notice 90-026. "Inadequate Flow of Essential Svc Water to
Room Coolers & HXs for ESF Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53541:062-53541:160.

R. Periodic operating reports & related correspondence

9004090136 Forwards correction pages to "Semiannual Radioactive Effluent Release
Rept 1989:Quarters 3 & 4." Changes affect liquid effluent data only.Corrections made
due to high contribution of Sr-89 to liquid effluent dose.

KAPLAN.A. Cleveland Electric Illuminating Co. 90/03/26. Document Control Branch
(Document Control Desk). 1p. 53355:154-53355:162.

-9004090144 Rev to "Semiannual Radioactive Effluent Release Rept 1989: Quarters 3
&4."

LYSTER.M.D.   Cleveland   Electric   Illuminating   Co.   89/12/31.   8pp.   53355:155-
53355:162.

9004160268 Monthly operating rept for Mar 1990 for Perry Nuclear Power PlantW/
900412 Itr.

HEGRAT.H.L,   KAPLAN.A.   Cleveland   Electric   Illuminating   Co.   90/03/31.   6pp.
53429:098-53429:103.

S. Reportabte occurrences, UERs & related correspondence

9003280400 LER 90-003-00:on 900222 & 23,discovered that stroke time measurements
not performed in both directions for motor- operated valves in safety-related
sys.Caused by program deficiency.Procedural enhancement implemented.W/900323

HEGRAT.RL,   KAPLAN.A.   Cleveland   Electric   Illuminating   Co.   90/03/24.   6pp.
53221:068-53221:073.

9004100376 LER 90-004-00:on 900302 & 27,snubbers identified as not inspected.per
Tech Spec 4.7.4.Caused by inadequate procedure & program
deficiency,respectively.Programmatic changes being implemented to include all snub-
bers in program.W/900302 Itr.

HEGRAT.H.L,   KAPLAN.A.   Cleveland   Electric   Illuminating   Co.   90/03/30.   5pp.
53380:258-53380:262.

DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2

Q. Inspection reports, IE Bulletins & correspondence

9003280088 NRC Info Notice 90-023, "Improper Installation of Patel Conduit Seals."
Svc list encl

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/04
Consolidated Edison Co. of New York, Inc. 99pp. 53380:001-53380:104.

9004040223 NRC Info Notice 90-024, "Transportation of Mode! SPEC 2-T Radiographic
Exposure Device." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729}
90/04/10. Consolidated Edison Co. of New York, Inc. 63pp. 53380:105-53380:171.

9004120133 NRC Info Notice 90-025, "Loss of Vital AC Power W/Subsequent RCS
Heatup." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/16.
Consolidated Edison Co. of New York, Inc. 101pp. 53440:001-53440:101.

9004180107 NRC Info Notice 90-026, "Inadequate Flow of Essential Svc Water to
Room Coolers & HXs for ESF Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53541:062-53541:160.

DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1

E.  NRC Safety Evaluation Report (SER), suppls & correspondence

9004030159 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF
SEABROOK STATION, UNITS 1 AND 2.Docket Nos. STN-50-443 And STN-50-
444.(Public Service Company Of New Hampshire)

*  Division of Reactor Projects - l/ll (Post 870411). NUREG-0896 S09. 90/03/31.
166pp. 53229:042-53229:207.

9004110068 Responds to  900201  & 28  Itrs re readiness of plant for full power
operation.NRC concluded.in SSER 9,that actions taken re potentially defective Rose-
mount transmitters.identified in Insp Rept 50-443/89-20,adequate.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/
02. CURRAN.D. Harmon. Curran & Tousley. 6pp. 53395:140-53395:212.

F.  Security, medicaS, emergency & fire protection plans

9004200222 Forwards "Review & Evaluation of State of NH Radiological Emergency
Response Plan for Seabrook Station" & "Rept on Status of Corrective Actions First
Exercise & Drill Cycle 1988-1994 of States of ME & NH & New Hampshire Yankee...."
PETERSON.G.C. Federal Emergency Management Agency. 90/02/09. TAYLOR.J.M,
Ofc of the Executive Director for Operations. 1p. 53510:175-53510:331.

-9004200224 "Review & Evaluation of State of NH Radiological Emergency Response
Plan for Seabrook Station."

*  Federal Emergency Management Agency. 90/02/28. 120pp. 53510:176-53510:295.

-9004200227 "Rept on Status of Corrective Actions First Exercise & Drill Cycle 1988-
1994 of States of ME & NH & New Hampshire Yankee Offsite Response Organization
for Seabrook Station."

*  Federal Emergency Management Agency. 90/01/31. 36pp. 53510:296-53510:331.

9004060034 Forwards intervenors memo of law per Board 900327 request for oral argu-
ment & Exhibit 1 Pages 13-15 & 31-33 of Commission brief filed in UCS case in 1983
re nature of judgment at issue in evaluating preoperational testing.
TRAFICONTE.J. Massachusetts. Commonwealth of. #290 10166. 90/03/29. MOORE,
BOLLWERK, WILBER Atomic Safety and Licensing Appeal Panel. 15pp. 53252:186-
53252:200.

9004100148 Requests NRC participation at 900405 working session to discuss objec-
tives & extent of play for 1990 biennial emergency preparedness exercise on
90121 S.EncI withheld.

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 90/03/30. LAZARUS.WJ.
Region 1, Ofc of the Director. 2pp. 53372:157-53372:158.

9004180218 Forwards Safety Insp Rept 50-443/90-04 on 900125-0304. Repeated radi-
ation monitor deficiencies which resulted in ESF sys actuations indicated weakness in
investigating & correcting root causes.

JOHNSON.J.R Region 1, Ofc of the Director. 90/04/04. BROWN.E.A. Public Service
Co. of New Hampshire. 6pp. 53448:247-53448:268.

-8004180219 Insp  Rept 50-443/90-04 on 900125-0304.NO violations noted. Major
areas inspected:plant operations.security, surveillance.allegations.previous unresolved
items & turbine-driven emergency feedwater pump special test.
MCCABE.E.C. Region 1, Ofc of the Director. 90/03/29. 16pp. 53448:253-53448:268.Document Control Desk). 1p. 53346:076-53346:076.is.
